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1 Preface 


Thank you very much for purchasing a product made by OPTIMUM. 


2 Application area 


Segment hose system for producing a flexible and adjustable supply of coolants and lubricants 
on machines. 


3 Assembly 


With the clamping tong, the individual segments are assembled or disassembled. 


In order to be able to separate individual connected segments with the tong again, insert the 
segment hose in opposite directions into the tong. 


To connect: 


— — ho 


To separate: 


“- — 


4 Operation 


Make sure you do not get the cooling lubricants on the floor. Spilled on the floor cooling agents 
must be removed immediately. 
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5 Cleaning, Maintenance 


The segment hose system is maintenance-free. 


O Do not use aggressive solvents. 


6 Coolant dosing 


The dosing tap is for dosing the coolant quantity and not a shut-off tap. 
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